Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 


Message Text 


UNCLASSIFIED 

PAGE 01 EC BRU 03763 281602Z 
70 

ACTION OES-05 

INFO OCT-01 EUR- 1 2 ISO-OO ACDA-10 CIAE-00 INR-07 10-10 

L-02 NSAE-00 NSC-05 EB-07 NRC-07 FEAE-00 COME-OO SS-15 

PRS-01 PA-02 USIA-15 /099 W 

078017 

R281543Z APR 75 
FM USMISSION EC BRUSSELS 
TO SECSTATE WASHDC 8762 

INFO NUCLEAR REGULATORY COMMISSION WASHDC 

UNCLAS EC BRUSSELS 03763 

E.O. 11652: N/A 
TAGS: TECH, ENRG,JA 

SUBJECT: NUCLEAR REGULATORY COMMISSION ANNOUNCEMENT ON BOILING 
WATER REACTORS 

REF: STATE 0971 18 
STATE A-2467 

AS REQUESTED, WE CONTACTED THE REFERENCED ADDRESSEES AND INFORMED 
THEM OF THE CONTENTS OF STATE 097118 CONCERNING THE CRACKING 
DISCOVERED IN CHANNEL BOXES. SINCE BELGIUM DOES NOT HAVE ANY 
BOILING WATER REACTORS, THESE COMMENTS WERE RECEIVED WITH 
ONLY CORDIAL INTEREST. THERE WAS NO PRESS COVERAGE OF THE NRC 
ACTION IN THE WEEKEND PAPERS. AS REQUESTED BY NRC. LISTED 
BELOW IS THE COMPLETE NAME, ADDRESS, TELEPHONE AND TELEX 
NUMBER FOR THE CONTACT IN THE BELGIAN MINISTRY: 

MR. J. DE SAEGER 

MINISTER OF PUBLIC HEALTH AND ENVIRONMENT 
MINISTRY OF PUBLIC HEALTH 
ADMINISTRATIVE CENTER- VESALIUS GEBOUW 
20, RUE DE LA MONTAGNE L’ORATOIRE 
1010 BRUSSELS, BELGIUM 
TEL: 654.80.11 

TELEX: 25768 MUGSPS BGREENWALD 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: WATER, NUCLEAR REACTORS, NUCLEAR POWER PLANTS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 28 APR 1975 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975ECBRU03763 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7501 48-0943 
From: EC BRUSSELS 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1975048/aaaaahkd.tel 

Line Count: 52 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION OES 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 75 STATE 097118 
Review Action: RELEASED, APPROVED 
Review Authority: ShawDG 
Review Comment: n/a 
Review Content Flags: 

Review Date: 1 0 JUL 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <10 JUL 2003 by maginmm>; APPROVED <10 FEB 2004 by ShawDG> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
05 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: NUCLEAR REGULATORY COMMISSION ANNOUNCEMENT ON BOILING WATER REACTORS 
TAGS: TECH, ENRG, JA, BE, NUCLEAR REGULATORY COMN (NRC) 

To: STATE 
Type: TE 
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